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Cricket.

Photographs illustrating some of the chief batting, bowling and fielding expressions used in cricket, together
with the correct positions of the batsmen when making the chief scoring strokes in the game

widest part and must not be more
than 38 ins, long. The wickets
must be pitched opposite and
parallel to each other at a distance
of 22 yds. Each wicket should be

in width, and consist of three
stumps, with two bails on top.
The stumps should be of equal
size, and such as to prevent the
ball passing through, 27-28 ins.

are in position they must not
project more than half an inch
beyond the side stumps.

The bowling crease should be
8 ft. 8 ins. long, with the stumps in

not less than 8 or more than 9 ins.    out of the ground. When the bails   the centre, with a return crease